MAYNI DAM

IV. 1.

feet

(a) By sluice arrangements
(6) 107-4 million cubic
during 75 years

(i) 2,470 acre feet

(%i) about 33 acre feet per year

(4)  Operation of the dam
(a) Eegulation

(6) Silting of the reservoir

(i) Total silt deposited
(ii) Rate of silting
(m) Density  of  the  silt de-
posited

tyv) Rate of advancement of del-
ta

(c)  Actual yield as against estimat-

ed

(d) Various measurements and ob-

servations

(i) Evaporation losses

(ii) Sweating below the dam

(Hi) Temperature n easurements

(iv) Seepage and regeneration
(e)Fish culture
(/) Anti-malaria measures

(5)  Recreation facilities

(6)  Lessons to be learnt from the con-
struction and utilisation of the dam.
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